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THIS OOCUaEHT COHTAINU lUFORUAnoil /.FFuCllflG TJ!’.-. KAVlONAl. UEFZHSE { 
OF THE OKITED STATES. VilTHiM THE aEACJHS OF TITLE lli, SECTIOHS 79S f 

ftwn 794. or ins u. s. code, as AuntiOED itstbamsuissioh on revel- f 

AYIOK or ITS COaTEHT!5 TO OR RECEIPT 8V AH UNAUTHORIZED PERSON t 
IS PBtiHIBJtaO Ur LAW the BEPROD’JCTfOM THIS FOBH IS PROKI SITED, t 


THIS IS UNEVALUATED INFORMATION 


25X1 


] of 0 q-'Aots, of 1^000 tons of rol led steel plate which suoiioseri ..w i-e- 
to VVB Hr^ile during the third quarter of 1952/ only 
tons had been laade available by 2c August 1952,. The ft Hewing day ^ 

Kddcier itasch andressed an 'inquiry?' about the mossing amount to OYm) 
Texchier in the Ilaterlai Accoxint inq ■ Kate’r'ial bilanzierur g) Dlvlsior o-’ 
the Ministry for Machine Construction,. In his letter-. Kddderitzsch rj 
that of the total atnount ,. 8^00 t on svfejsr® needed for the prodaction ct flue 
boilers (Flammrohrkessel) to be exported to the foviet’ tnion . Of thr>uo 
800 tons, 600'®sr6f for, Ores den- 100 for Hohenthumi and 100 fen' 
Gera-Kessel-. 

2., Dresden^-li efoigau had received lOb tons., Gera-^Kessel If and Hohenthu.b>- ^'4 
at the cirountvS specified. Co.nver sat ions with the d,i. butlon center o-" 

uOl’i. Slid with the rolli.ng rrifil produced no reassuraru.-e on a defini- e 
delivery date,. ' 

3- Kddueritssen asked itichter to do a. 11 in his power to 5.rsura the deliv/vv- 
of the i'ull allotment . If al). «aa© ho fifeidg, the Itate ndmini BiratJ on fc'*" 
Material Procurement of the Ministry for Smelting and C. re fining stou'd 
give Ilsenbung directions to roll and deliver the st-eel neci^ssary lor 
comi leoion of the boilers in conformity with all specif lea l.^c^ns... 

h. The letter closed with a statement of the importance o.f the Sox'lei 

and the reTrtuder that the order had only been gi.ven WB /fKif a lter v 
nepotio.ticas wlt-h the Hu s si an s. 
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